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ENERGY DEPARTMENT 


(CCB ) 


EXEMPTION GRANTED TO BOILER No. AP -3619 OF M /S . NTPC LIMITED , SIMHADRI THERMAL 

POWER PROJECT, SIMHADRI, VISAKHAPATNAM FOR A PERIOD OF FIVE (5 ) MONTHS 
( i. e .,) FROM 02 - 07 -2009 TO 01 - 12 - 2009 . 

[GO . Rt.No . 4, Energy, (CCB ), 11th January, 2010.) 
In exercise of the powers conferred under sub - section ( 2 ) of Section 34 of the Indian Boilers Act, 1923 , 
(Central Act No. V of 1923 ), the Government of Andhra Pradesh hereby exempts the Boiler No. AP - 3619, of M /s. 
NTPC Limited , Simhadri Thermal Power Project, Simhadri Visakhapatnam from the provisions of sub -section (c ) 
of Section 6 of the said Act for a period of 5 ( five ) months from 02 -07 -2009 to 01 - 12 -2009 subject to the following 
Conditions, namely : 
( i) The inspection fee of Rs. 1,61,000 / - paid on 18 - 05 - 2009 is adjusted towards inspection of Boiler and 

Steam pipe line during working carried out on 21 -07 - 2009 for the prupose of exemption . 
(ii) During the exemption period , the Boiler shall be used in accordance to the provisions of the Indian 

Boilers Act, 1923, the Andhra Pradesh Boiler Attendant Rules 1956 and the Andhra Pradesh Boiler 

Operation Engineer Rules. 
(iii ) Any repair during the period of exemption shall be carried out only after obtaining the permission from 

the Director of Boilers, Andhra Pradesh , Hyderabad . 
(iv ) No further exemption shall be granted to the Boiler. After expiry of the exemption period , the Boiler 

shall be offered for inspection . 


[ 1 ] 


G . 927 . 


ANDHRA PRADESH GAZETTE EXTRAORDINARY 

Part - 1 
EXEMPTION GRANTED TO BOILER No. AP -828 OF M /s . RAMAGUNDAM THERMAL 

STATION - B , RAMAGUNDAM , KARIMNAGAR DISTRICT - FOR A PERIOD OF SIX (6 ) 
MONTHS (i.e.,) FROM 02 -08 - 2009 TO 01 -02 -2010 . 

[GO.Rt. No . 5, Energy (CCB), 11th January, 2010.) 
In exercise of the powers conferred under sub -section ( 2 ) of Section 34 of the Indian Boilers Act, 1923 , 
(Central Act No. V of 1923 ), the Government of Andhra Pradesh hereby exempts the Boiler No. AP - 828 , of M /s. 
Ramagundam Thermal Station - B , Ramagundam , Karimnagar District. from the provisions of section 6 (c ) of the 
said Act for a period of 6 (Six ) months from 02 - 08 - 2009 to 01-02 - 2010 subject to the following Conditions , 
namely, 
(i) The inspection fee of Rs. 52 , 000 / - paid on 06 - 07 - 2009 is adjusted towards inspection of Boiler and 

Steam pipe line during working carried out on 25 -08 - 2009 for the prupose of exemption . 
(ii) During the exemption period , the Boiler shall be used in accordance to the provisions of the Indian 

Boilers Act, 1923 , the Andhra Pradesh Boiler Attendant Rules 1956 and the Andhra Pradesh Boiler 

Operation Engineer Rules. 
(iii ) Any repair during the period of exemption shall be carried out only after obtaining the permission from 

the Director of Boilers, Andhra Pradesh , Hyderabad . 
( iv ) No further exemption shall be granted to the Boiler . After expiry of the exemption period , the Boiler 

shall be offered for inspection . 


EXEMPTION GRANTED TO BOILER No . AP - 1190 OF M / s. Dr. NARLA TATA RAO THERMAL 

POWER STATION (VTPS ),UNIT - I, IBRAHIMPATNAM , KRISHNA DISTRICT - FOR A PERIOD 
OF SIX (6 ) MONTHS (i.e.,) FROM 02 -08 - 2009 TO 01-02 -2010. 

[GO. Rt.No. 6 , Energy (CCB), 11th January, 2010.) 
In exercise of the powers conferred under sub -section (2 ) of Section 34 of the Indian Boilers Act, 1923 , 
( Central Act No. V of 1923), the Government of Andhra Pradesh hereby exempts the Boiler No. AP - 1190 , of M /s. 
Dr.Narla Tata Rao Thermal Power Station (VTPS ), Unit -I, Ibrahimpatnam , Krishna District from the provisions of 
section 6 ( c ) of the said Act for a further period of 6 ( six ) months from 02 - 08 - 2009 to 01-02 - 2010 subject to the 
following Conditions, namely . 
(i) The inspection fee of Rs. 56 ,000 /- paid on 02 -07 - 2009 is adjusted towards inspection of Boiler and 

Steam pipe line during working carried out on 28 -08 - 2009 for the prupose of exemption . 
(ii) During the exemption period , the Boiler shall be used in accordance to the provisions of the Indian 

Boilers Act , 1923 , the Andhra Pradesh Boiler Attendant Rules 1956 and the Andhra Pradesh Boiler 

Operation Engineer Rules. 
( iii) Any repair during the period of exemption shall be carried out only after obtaining the permission from 

the Director of Boilers , Andhra Pradesh , Hyderabad. 
( iv ) No further exemption shall be granted to the Boiler. After expiry of the exemption period , the Boiler 

shallbe offered for inspection . 


EXEMPTION GRANTED TO BOILER No. AP - 2625 OF M / s . A . P . POWER GENERATION 

CORPORATION LTD .,RTPS, V. V . REDDYNAGAR , KADAPA DISTRICT - FOR A PERIOD OF 
SIX (6 )MONTHS (i.e.,) FROM 02 - 09 -2009 TO 01- 03 -2010 . 

[GO . Rt.No. 7, Energy (CCB ), 11th January , 2010 .] 
In exercise of the powers conferred under sub -section (2 ) of Section 34 of the Indian Boilers Act, 1923 , 
(Central Act No. V of 1923 ), the Government of Andhra Pradesh hereby exempts the Boiler No. AP - 2625 , of M /s. 
A .P . Power Generation Corporation Limited ., RTPS , V. V .Reddynagar, Kadapa District from the provisions of 
section 6 ( c ) of the said Act for a period of 6 ( six )months from 02 -09 -2009 to 01 -03 - 2010 subject to the following 
Conditions, namely. 
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( i) The inspection fee of Rs. 1,03 ,000 / - paid on 22 -07 - 2009 is adjusted towards inspection of Boiler and 

Steam pipe line during working carried out on 09 -09 -2009 for the prupose of exemption . 
( ii ) During the exemption period , the Boiler shall be used in accordance to the provisions of the Indian 

Boilers Act, 1923, the Andhra Pradesh Boiler Attendant Rules 1956 and the Andhra Pradesh Boiler 

Operation Engineer Rules. 
(iii ) Any repair during the period of exemption shall be carried out only after obtaining the permission from 

the Director of Boilers , Andhra Pradesh , Hyderabad . 
(iv ) No further exemption shall be granted to the Boiler. After expiry of the exemption period , the Boiler 

shall be offered for inspection . 


EXEMPTION GRANTED TO BOILER No. AP - 1059 OF M /s. KOTHAGUDAM THERMAL POWER 

STATION PALONCHA , KHAMMAM DISTRICT - FOR A PERIOD OF SIX (6 ) MONTHS (i.e.,) 
FROM 02 -08 -2009 TO 01-02 -2010 . 

[GO.Rt.No. 8, Energy (CCB ), 11th January , 2010 .] 
In exercise of the powers conferred under sub -section (2 ) of Section 34 of the Indian Boilers Act, 1923 , 
(Central Act No. V of 1923 ), the Government of Andhra Pradesh hereby exempts the Boiler No. AP - 1059 , of M /s. 
Kothagudem Thermal Power Station Paloncha , Khammam District from the provisions of section 6 ( c ) of the said 
Act for a period of 6 (six ) months from 02 -08 - 2009 to 01-02 -2010 subject to the following Conditions, namely . 
(i) The inspection fee of Rs. 64 , 250 /- paid on 25 -06 - 2009 is adjusted towards inspection of Boiler and 

Steam pipe line during working carried out on 19 - 08 - 2009 for the prupose of exemption . 
( ii ) During the exemption period , the Boiler shall be used in accordance to the provisions of the Indian 

Boilers Act, 1923 , the Andhra Pradesh Boiler Attendant Rules 1956 and the Andhra Pradesh Boiler 

Operation Engineer Rules. 
(iii ) Any repair during the period of exemption shall be carried out only after obtaining the permission from 

the Director of Boilers, Andhra Pradesh , Hyderabad . 
(iv ) No further exemption shall be granted to the Boiler. After expiry of the exemption period , the Boiler 

shall be offered for inspection . 


SUTIRTHA BHATTACHARAYA , 
Special Chief Secretary to Government. 
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